OLIN HOTEL — Denver 

1420 LOGAN ST. 

One block East of State Capitol between 
East Colfax—(U. S. Hiway 40) & 14th Ave. 

175 Rooms—Baths—Excellent Food 
European Plan 


Out of the Noise Zone—Walking Distance to 
All Churches, Shops. Theatres. 


Parking Lot — Hotel Operated 
"Not Just Another Hotel" 
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